8-INCH DISKOS 

1070 

3450-10 
7050-10 

14-INCH DISKOS 

3350-10 

6650-10 

15450-10 

3350-20 (SMD) 

6650-20 (SMD) 

15450-20 (SMD) 

INTERFACE OPTIONS 

SMART Interface 
SMART-F. 'Interface 
SMD Adapter 
ANSI Adapter 

OTHER OPTIONS 

Power Supply, 14-inch 
Power Supply, 8-inch 
Terminator, PRIAM, 50-pin 
Terminator, PRIAM, 40-PIN 
Terminator, SMD 
Terminator, ANSI 
Slides, 14-inch 



PART NUMBER 



HEhlOO 



Ql 



2195 



PRIAM PRODUCTS PRICE LIST* 
Q10 Q25 Q50 Q100 



1995 



1795 



1675 



1555 



0250 



1445 



Q500 



1345 



340502 


4100 


3400 


3200 


3000 


2680 


2380 


2200 


TBD7050-10 


5500 


4600 


4300 


4000 


3590 


3190 


2950 


330335 


3600 


3000 


2800 


2600 


2300 


2020 


1870 


330405-03 


4800 


4000 


3750 


3480 


3080 


2700 


2500 


331001-03 


6700 


5600 


5250 


4870 


4300 


3800 


3500 


330333 


3800 


3180 


2960 


2750 


2440 


2150 


1990 


330405 


5000 


4180 


3910 


3630 


3220 


2830 


2620 


331001-02 


7000 


5900 


5500 


5100 


4500 


4000 


3700 


See Reverse 


900 


790 


710 


640 


580 


530 


490 


Side For 


1400 


1280 


1170 


106D 


950 


860 


790 


Part Numbers 


650 


575 


525 


500 


450 


425 


400 




500 


450 


425 


400 


375 


350 


325 


330358 


360 


320 


290 


270 


260 


250 


240 


340538 


460 


420 


380 


350 


330 


320 


310 


200133 


80 


70 


65 


60 


55 


50 


45 


200153 


80 


70 


65 


60 


55 


50 


45 


200128 


90 


80 


75 


70 


65 


60 


55 


200193 


80 


70 


65 


60 


55 


50 


45 


330143 


50 


40 


40 


35 


35 


30 


30 



"NOTES: Quantity to be consumed over a period not to exceed 12 months. All prices are F.O.B. PRIAM's plant, San Jose CA and 
are subject to change without notice. Terms are net 30 days for approved credit accounts. Disc drives (nSt options) may be 
mixed and added to achieve a quantity level, except the stepper-motor DISKOS 1070 counts as one half (1/2) a voice-coil disc 
drive for this purpose. The D SKOS 1070 is not available for purchase from PRIAM outside North America. Base drive requires 

Se^^i^i^^a-Diisss^isr Terminator is 5o - pin; the *°- pin priam Te ™ inator ^™ «** »* °«&™« 

Effective Date: August 15, 1981 



1606A/61A 



(OVER FOR INTERFACE CABLE PRICING) 











INTERFACE 


CABLE 


SETS PRJ^UST 








PART NO. 


Ql - 


99 


Q100 and 
Above 


SMD DRIVE 


CABLES 










6 


ft. 


- A Cable 
B Cable 


330278 
330279 


110 

50 




75 
30 


15 


ft. 


- A Cable 
B Cable 


330259 
330262 


150 
90 




100 
60 


25 


ft. 


- A Cable 
B Cable 


330260 
330263 


190 
120 




125 

80 


50 


ft. 


- A Cable 
B Cable 


330261 
330264 


300 
210 




200 
140 


PR I AM/ ANSI 


DRIVE CABLES 










6 
15 
25 


ft. 
ft. 

ft. 




330287 
330288 
330289 


80 
150 
230 




60 
100 
150 


SMART INTERFACE CABLES 










6 
15 
25 


ft. 
ft. 
ft. 




330491-01 
330441-02 
330441-03 


80 
150 
230 




60 
100 
150 


POWER 5 


iUPPLY CABLE 











COMMENTS 



A Cable: 30-twisted pair (60 

conductor) flat cable. 

B Cable: 26-conductor flat cable 
with ground plane and 
drain wire. 



50-conductor flat cable with ground 
plane and drain wire. 



40-conductor flat cable with ground 
plane and drain wire. 



3 ft. 



340539 



60 



40 



NOTE: All cable sets are shielded type. Prices for larger quantities are special quote, available from PRIAM upon 
request. Six-foot and fifteen- foot lengths are stocked in PRIAM inventory. Longer lengths are made to order and six 
weeks lead time is required for production. 

INTERFACE OPTION PART NUMBERS 



DISKOS 1070 
DISKOS 3450/7050 
DISKOS 3350/6650/15450 
1606A/61A 



SMART 
300107-01 
300105-01 
300106-01 



SMART-E 
300107-03 
300105-03 
300106-03 



SMD ADAPTER ANSI ADAPTER 



300107-02 
300105-02 
300106-02 



300107-04 
300105-04 
300106-04 



